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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 09656 06I354Z 

ACTION OES-07 

INFO OCT-OI EUR-I2 ISO-00 ACDA-10 CIAE-00 INR-07 10-14 
L-03 NSAE-00 NSC-05 EB-07 NRC-07 FEAE-00 DODE-00 
SS-I5 SP-02 /090W 

070185 061436Z/43 

R06I300Z JUL 77 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 9464 
ERDA WASHDC 
ERDA GERMANTOWN MD 

UNCLAS MOSCOW 9656 

ERDA FOR SIEVERING 

EO 11652: NA 

TAGS: TGENENRGUSUR 

SUBJECT: US-USSR ATOMIC ENERGY AGREEMENT: PROPOSED COOPERATION 
IN NUCLEAR SPENT-FUEL STORAGE 

REE: STATE 143867 

IN ABSENCE OF PETROSYANTS FROM SCAE, LETTER FROM REFTEL DELIVERED 
TO VASIL'YEV, WHO PROMISED TO RELAY IT PROMPTLY TO PETROSYANTS. 

IN INFORMAL CONVERSATION AFTER MEETING, EMBOFF ASKED VASIL'YEV 
HIS EXPECTATION OF TIME AND TYPE OF SOVIET RESPONSE. VASIL'YEV 
BELIEVES RESPONSE WILL BE POSITIVE, AND INDICATED THAT SCAE 
IS ALREADY WORKING ON SPECIFIC PROPOSALS ON EXCHANGE, APPARENTLY 
IN LINE WITH U.S. PROPOSALS IN REFTEL. 
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